-1 


HANDLE 



ENGRAVE TOOL No. 


"RBW6305G18331-3G-1" 




MED. KNURL 



.080 


1.810 



3.20 


6.30 





DEPTH 5.72 



.392 


.623 


1.408 



This drawing, specifications, and concepts contained here in are the sole property of 


Red Barn Machine, and may not be reproduced or used in any fashion without the 


prior written permission of Red Barn Machine. 


TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.005 


.1 


.01 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 


B 




DESCRIPTION 


-1 


PART # 


HANDLE 


OR SPECIFICATIONS 



MATERIAL 


6061 RND. BAR 


B/O INFORMATION 


QTY 


ASSY 


FINISH 


TREAT 


HEAT 


APPROVED 


DRAWN BY: 


USED ON MODEL 


AW139 


QTY 


ASSY 


# 


ASSY 


METRIC REF. 


.XXmm 
.1mm 


1 


Pg. 
SPEC 


1 


-3 
RECEIVER 
6061 RND. BAR 
2 
1 


NOTES 


1. ALSO SOLD WITH KIT RBW6305G01531-3G, 


BOX TWO RBW6305G19731-3G. 


CH'D TOOL NAME WAS ECS DRILL QUILL LIP SEAL REMOVER IS TOOL, ECS DRILL QUILL 


LIP SEAL REMOVER TO MATCH PARTS MANUAL. 


B 
11/4/13 
RJC 
RW 


A 


A 


SECTION A-A 



RECEIVER 


ENGRAVE TOOL No 


"RBW6305G18331-3G", 


S/N, "MADE IN USA" 


.062 


.100 






.510 


2.166 


1.456 



(x2) 


-3 


ENGRAVE TOOL No 


"RBW6305G18331-3G-3" 


TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.005 


.1 


.01 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 



FINISH 


TREAT 


HEAT 


APPROVED 


DRAWN BY: 


USED ON MODEL 


AW139 


This drawing, specifications, and concepts contained here in are the sole property of 


Red Barn Machine, and may not be reproduced or used in any fashion without the 


prior written permission of Red Barn Machine. 
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